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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 170699 
ORIGIN OC-06 

INEO OCT-OI CCO-00 ISO-00 FBOE-00 A-OI SY-05 EUR- 1 2 
/025R 

DRAETED BY OC/PE-E: RAYAMAMURA, ACTING 

APPROVED BY A/OC: WENAEHER 

OC/PE: GRYOUNTS 

OC/S: DLACHMAN 

A/OC/EUR: DESEDLACEK 

A/EBO: PSTANGE 

SY/EO: ADHANREHAN 

DESIRED DISTRIBUTION 

SY/NSU, EUR/EX 

037700 062306Z/I4 

PR0622I0ZJUL 78 
EM SECSTATE WASHDC 
TO AMCONSUL ERANKEURT PRIORITY 
INEO AMEMBASSY BONN 

CONEIDENTIAL STATE 170699 

BONN EOR RCO 

E.O. 1 1652: GDS 

TAGS: AFAC, AEBO, AESP, ASEC 

SUBJECT: ERANKEURT COMMCENTER RENOVATION 

REF: FRANKFURT 5122 

1. DEPT. CONCURS WITH USE OE 5 MILLIMETER THICK STEEL PLATE. 

2. DEPT. CONCURS WITH USE OE TWELVE CENTIMETER THICK BRICK 
EOR GENERATOR ROOM CONSTRUCTION. 

CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 STATE 170699 

3. OPERATING WEIGHT OE THE CHILLED WATER AIR CONDITIONING 
SYSTEM IS ONE THOUSAND KILOGRAMS. DEPT. HAS NO OBJECTIONS 
TO PLACEMENT OE UNIT AS DESCRIBED REETEL. 

4. THERE ARE SEVERAL REASONS FOR NOT ATTEMPTING TO AIR 
CONDITION THE CRU OFEICE AREA WITH LAN COIL UNITS CONNECTED 
TO THE THREE TON UNIT BEING PROVIDED EOR THE ENCLOSURE, 
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NOT THE LEAST OF WHICH IS THAT THE SINGLE FAN COIL UNIT 
WHICH WILL BE INSTALLED IN THE ENCLOSURE WILL UTILIZE 
OVER HALF THE CAPACITY OF THE CHILLER SYSTEM. IN NO CASE 
CAN SEVEN FAN COIL UNITS BE CONNECTED TO A THREE TON UNIT, 

AND THE ONE OR TWO THAT COULD BE SAFELY ADDED IN THE CASE OF 
THE FRANKFURT INSTALLATION ARE NOT CONSIDERED ADEQUATE FOR 
THE OFFICE AREA INVOLVED. WINDOW TYPE UNITS LEND THEMSELVES 
TO READILY AVAILABLE LOCAL SERVICING AND REPLACEMENT, AND AS 
THEY ARE ALREADY INSTALLED IT WAS FELT MOST SENSIBLE TO 
RETAIN THEM. 

VANCE 


CONFIDENTIAL 


NNN 
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